ST.   PAUL'S  EPISCOPAL  CHURCH,   AUGUSTA,   GA.  3 


St.   Paul's  Episcopal  Church  was  erected  in  > 
1750,  close  to  the  walls  of  Fort  Augusta, — ^Uiy  j= 
of  the  heroes  of  Revolutionary  batd^^LRj^j. 
ied  in  St.  Paul's  church  yard,  whi/^W  today 
spot  of  g^at  historic  interest. 
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